26      DOCKETED ITEMS

DOCKET 50-247 INDIAN POINT STATION, UNIT 2

F. Security, medical, emergency & fire protection plans

9106110068 Forwards insp rept 50-247/91-12 on 910324-Q430.NO violations noted.
COWGILL,CJ. Region 1 (Post 820201). 91/05/29. BRAM.S. Consolidated Edison Co.
of New York, Inc. 3pp. 57997:045-57997:061.

-9106110072 Insp rept 50-247/91-12 on 910324-0430.No violations noted. Major areas
inspected:plant operations,radiological controls.maint & surveillance & security.
SUMMERS.RJ. Region 1 (Post 820201). 91/05/28.14pp. 57997:048-57997:061.

9106100126 Forwards 1991 emergency exercise scenario objectives.
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/05/30. Document Control
Branch (Document Control Desk). 3pp. 58052:016-58052:018.

9106100412 EPIPs inciuding.Rev 3 to IP-1006,Rev 3 to IP-1008,Rev 3 to IP-1009,Rev 3
to !P-1014,Rev 4 to IP-1015,Rev 5 to IP-1017, Rev 3 to IP-1025 a Rev 5 to IP-
1027.W/910530 Itr.

BRAM,S.B. Consolidated Edison Co. of New York, Inc. 91/05/30. 70pp. 58093:001-
58093:070,

9106260104 Forwards emergency plan drill scenario for distribution.W/o encl.
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/06/21. Document Control
Branch (Document Control Desk). 1p. 58225:360-58225:360.

K. Utility Final Safety Analysis Report (FSAR) & amends

9106280123 Rev 9 to updated FSAR for Indian Point.Unit 2.W/910628 Itr.
BRAM.S.B.   Consolidated   Edison  Co.  of   New  York,   Inc.   91/06/28.   1,000pp.
58275:264-58277:217.

9106250121 Monthly operating rept for May 1991 for Indian Point Unit 2. W/910615 Itr.
SPIVAK.J., BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/05/31. 6pp.
58220:353-58220:358.

DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3

F. Security, medical, emergency & fire protection plans

9106200194 Rev 6 to "Comm Ed Co Generating Stations Emergency Plan Site Annex
Dresden Station." W/910614 Itr.

SCHUSTER.T.K. Commonwealth Edison Co. 91/01/31. MURLEYJ.E. Office of Nucle-
ar Reactor Regulation, Director (Post 870411). 100pp. 58201:049-58201:174.

9106100440 Revised EPIPs.including Rev 0 to EPIP 0200-02, "A-Model Status" & EPIP
0200-03, "A-Model Interactions."

HOLMAN.R., KUCZYNSKI.J., EVANS.M. Commonwealth Edison Co. 91/05/28. 31pp.
58092:322-58092:352.

9106070010 Forwards Safety Insp Repts 50-237/91-14 & 50-249/91-13 on 910522-
23.No violations noted.

GREGER.LR. Region 3 (Post 820201). 91/05/31. REED.C. Commonwealth Edison
Co. 2pp. 58015:258-58015:270.

-9106070011 Insp Repts 50-237/91-14 & 50-249/91-13 on 910522-23-No violations
noted.Major areas inspected-.emergency preparedness program.licensee action on
previously identified items & annual medical drill.
PLOSKI.T. Region 3 (Post 820201). 91/05/31. 10pp. 58015:260-58015:270.

K. Utility Final Safety Analysis Report (FSAR) & amends

.

*  Region 1  (Post 820201). 91/05/29. Region 1 (Post 820201). 3pp. 58008:216-
58008:2

P. Operating license stage documents & correspondence

9106040344 Discusses programmed enhancements for Generic Ltr 88-17, "Loss of
DHR."Requests confirmation in writing that actions completed & hardware mods de-
termined to be operational.

WILLIAMS.FJ. Project Directorate 1-1. 91/05/22. BRAM.S.B. Consolidated Edison Co.
of New York, Inc. 4pp. 57900:356-57900:359.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRG Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

RQSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106050253 Responds to NRC 910425 Itr re violations noted in insp rept 50-247/91-
OB.Corrective actions:current collection agent given addl training emphasizing reasons
for unacceptable specimens.

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/05/28. Document Control
Branch (Document Control Desk). 8pp. 58003:291-58003:298.

9106050391 Notification of significant licensee meeting 91-68 w/util on 910613 in King
of Prussia,PA to conduct SALP Board meeting.
*  Region 1  (Post 820201). 91/05/29. Regio
8:218.

9106110068 Forwards insp rept 50-247/91-12 on 910324-0430.No violations noted.
COWGILL.CJ. Region 1 (Post 820201). 91/05/29. BRAM.S. Consolidated Edison Co.
Of New York, Inc. 3pp, 57997:045-57997:061.

-9106110072 Insp rept 50-247/91-12 on 910324-0430.No violations noted. Major areas
tnspected:plant operations.radiological controls.maint & surveillance & security.
SUMMERS.RJ. Region 1 (Post 820201). 91/05/28. 14pp. 57997:048-57997:061.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI&E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 581 46:001 -581 46:087.

9106100308 Discusses listings of all vessels examined & results of analyses.per 910422
Itr & Insp Rept 50-247/90-24.

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91 /05/31 . Document Control
Branch (Document Control Desk). 5pp. 58052:019-58052:023.

9105300331 NRG Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

RQSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 581 62:1 59-581 62:244.

9106260008 Ack receipt of 910528 Itr informing NRC of steps taken to correct violations
noted in Insp Rept 50-247/91-08.

JOYNER.J.H. Region 1 (Post 820201). 91/06/17. BRAM.S. Consolidated Edison Co.
of New York, Inc. 2pp. 58225:321-58225:330.

9106260270 Responds to NRC 910412 Itr re violations noted in Maint Team Reinsp
Rept 50-247/91-80 on 9101 09-1 a/Technical Svcs Procedure TS-SQ-1 2.311 re preven-
tive maint evaluation program revised to require prioritizing new program items.
BRAM.S, Consolidated Edison Co. of New York, Inc. 91/06/17, Document Control
Branch (Document Control Desk). 6pp. 58236:310-58236:315,

R. Periodic operating reports & related correspondence

9106050291 Forwards amended 10CFR26 semiannual fitness-for-duty rept for Jut-Dec
1990,consisting of results of licensee & contractor positive drug alcohol tests.
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/05/23. Document Control
Branch (Document Control Desk). 5pp. 58005:259-58005:263.

9106200111 Rev 9 to updated FSAR for Dresden Nuclear Power Station, Units 2 &
3.W/910614 Itr.

RICHTER.M.H., SCHROEDER.B.A., EENIGENBURG.E, Commonwealth Edison Co.
91/06/30. MURLEYJ.E. Office of Nuclear Reactor Regulation, Director (Post
870411). 400pp. 58235:001-58236:093.

P. Operating license stage documents & correspondence

9106260006 Documents change in Tech Spec audits conducted under util nuclear QA
programs.As of 910101,nuclear quality program Instruction 4,requiring use of Tech
Spec matrix.deleted. Util adopted performance-based auditing techniques.
KOVACHJJ.  Commonwealth Edison Co. 91/05/13.  DAVIS.A.B.  Region  3  (Post
820201). 2pp. 58228:267-58228:268.

9106050295 Clarifies Section A.1.2.2, "Panels/Equipment" of initial util certification rept
for simulator facility.Rept should have indicated that hydrogen addition console includ-
ed in scope of simulation for facility but not yet installed.

TAYLOR.D.L Commonwealth Edison Co. 91/05/29. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 1p. 58005:257-58005:257.

9106070239 Forwards Rev 0 to ANF-89-80(NP). "Dresden Units 2 & 3 8X8 Extended
Burnup Design Rept."

RICHTER.M.H. Commonwealth Edison Co. 91/06/04. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 2pp. 58016:280-58016:300.

-9106070240 Rev 0 to "Dresden Units 2 & 3 8X8 Extended Burnup Design Rept."

*  Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). ANF-89-80(NP)
ROD. 91/05/23. 19pp. 58016:282-58016:300.

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris, IL to discuss PASS
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden Nu-
clear Power Station.

GREENMAN.E.G. Region 3 (Post 820201). 91/06/04. REED.C. Commonwealth
Edison Co. 2pp. 57932:033-57932:034.

9106130131 Forwards safety evaluation accepting request to extend burnup limits up to
39.0 Gwd/MTU on peak fuel assembly.

SIEGEL.B.L Project Directorate III-2. 91/06/06. KOVACH.T.J. Commonwealth Edison
Co. 2pp. 58111 -.346-58111:350.

-9106130139 Safety evaluation accepting request to extend burnup limits up to 39.0
GWd/MTU on peak fuel assembly.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/06. 3pp.
58111:348-58111:350.

9106180044 Summary of 910520 meeting w/util in Rockville.MD for util presentation of
proposed plant mods re purge repressurization sys to comply w/10CFR50.55,List of
attendees & viewgraphs encl.

SIEGEL.B.L Project Directorate III-2. 91/06/13. Project Directorate IH-2. 29pp.
58176:007-58176:035.

9106240233 Forwards interim rept on human performance study program, summarizing
study results.event characteristics & problems identified.

BARETT.RJ. Project Directorate ill-2. 91/06/14. EENIGENBURG.E. Commonwealth
Edison Co. 1p. 58211:221-58211:266.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106240018 Responds to NRC 910418 Itr re violations noted in Insp Repts 50-237/91-
09 & 50-249/91 -OS.Corrective actiqns-.engineering procedures for performing mods to
standby liquid control pump sys revised to account for barometric pressure.
KOVACH.T.J.  Commonwealth Edison Co. 91/05/15.  DAVIS.A.B   Region  3  (Post
820201). 4pp. 58211:357-58211:360.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
